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Message Text 

UNCLASSIFIED 

PAGE 01 DAMASC 04491 051239Z 
ACTION NEA- 10 


INFO OCT-01 ISO-OO EB-08 /019W 

114109 060525Z/11 

R 051153Z AUG 78 
FM AMEMBASSY DAMASCUS 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 9074 
AMEMBASSY ATHENS 


UNCLAS DAMASCUS 4491 


ATHENS FOR RTDO 


E.O. 11652: NA 
TAGS: BTIO, SY 

SUBJECT: FGT: SPARE PARTS FOR ELECTRICAL NETWORK 


1. 502/D AMASCUS/T- 131 

2. AUGUST 2/78 

3. DENNIS A. MICHAUD 

4. 502 SYRIA 

5. N 

6. SYRIAN COMPANY FOR OIL TRANSPORT. P.O. BOX 331, HOMS 

7. 6346 -FILE 347 

8. SEPTEMBER 10/ 1978 

9. 201 - FOREIGN GOVERNMENT TENDER 

10. SIC 36210 


SUPPLY OF SPARE PARTS FOR ELECTRICAL NETWORK 66 K.V.A., 
TRANSFORMERS AND DISTRIBUTION STATIONS AS PER THE TENDER 
BOOK. BID AND FINAL BONDS FIVE PERCENT TENDER 
PRICE AND TEN PERCENT CONTRACT PRICE. DELAY PENALTY 
TWO SYRIAN POUNDS PER THOUSAND DAILY. OFFER VALID 
FOR 90 DAYS AFTER DEADLINE. PRICES QUOTED FOB. C 
AND F LATTAKIA AND EX BUYER WAREHOUSES IN HOMS. 

DELIVERY PERIOD TO BE DEFINED BY TENDERER. 

UNCLASSIFIED 


UNCLASSIFIED 


PAGE 02 DAMASC 04491 051239Z 


11. MODE OF PAYMENT: NOT DEFINED. TENDER BOOK OBTAIN- 
ABLE FREE OF CHARGE FROM THE COMMERCIAL DEPT. AT THE 
COMPANY. 

PELLETREAU 
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UNCLASSIFIED 


NNN 
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Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978DAMASC04491 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780322-0245 
Format: TEL 
From: DAMASCUS 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t19780894/aaaadaxv.tel 

Line Count: 60 
Litigation Code IDs: 
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Litigation History: 
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Original Previous Classification: n/a 
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Page Count: 2 
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Previous Classification: n/a 
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Retention: 0 

Review Action: RELEASED, APPROVED 
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Review Release Date: N/A 
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